Wl TTENBORG 


TECHNICAL INFORMATION 


TYPE NO 


2800 


TYPE 


All versions 


T.I.-NO 


.05/01 


SERIAL NUMBERS 
AFFECTED 


From machine number 497968 


ISSUED BY Documentation/ 
Wittenborg Odense 


SUBJECT 


Easy access to overboil thermostat 


ISSUED FOR (X): 


Action 


Information 

X 


COMPONENT CONCERNED 


Machine Type 

IN/FB/ES 


Machine Type 

IN/FB 
ES 


Article No 

30927200 
00001002 
09026710 

Article No 

30459400 
30681900 


New Part 

Cover Plate for overboil thermostat 
Collar Screw M4 
Screw RTFX M4x6 

Change Part 

Left cover plate behind ingredient canisters 
Left cover plate behind ingredient canisters 


MODIFICATION 

• The left cover plate behind the ingredient containers has been provided with a hole and a 
removalble cover - art. no. 30927200 - to be fixed with two screws - 1 x 00001002 and 1 
X 09026710. 

REASON 

• To ensure easy access to the overboil thermostat when eg. it has been triggered, the left 
cover plate has been provided with a hole and a small removable cover in front of the 
thermostat. 


This change facilitates that it is no longer necessary to remove all canisters and the entire 
left cover plate to gain access to the overboil thermostat. 


You just: 

• remove left canister 

• loosen the lower screw 

• turn small cover aside. 


09026710 - of the small cover in front of the thermostat 


REPLACEABILITY 

If the cover plate (IN/FB) 30459400 or (ES) 30681900 is to be used as a spare part 
always remember to order: 

- art. no 30927200 Cover plate for overboil thermostat 

- art. nos 00001002 and 09026710 screws 
simultaneously. 
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Marianne Kristiansen Customer Service 
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